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PRESS RELEASE 


Concordia University, Centre for Management Studies announces an important two- 
day seminar "Maintenance Management", to be held in Montreal on April 2-3, and 


in Toronto on April 28-29. The fee per person is $845. 


This program is designed for those who are responsible for their organization's 
building and equipment maintenance. In an intensive two days this program will 
cover maintenance management from A to Z, including a penetrating examination 


of preventive versus break-down maintenance. 


The seminar leader, Bill Kallmeyer, brings to the program over 20 years ex- 
perience as an engineering consultant specializing in problems concerned with 
the operations and maintenance of facilities, equipment, and transportation 


systems. 
Bill Kallmeyer's track record means that we can make this unequivocal promise: 
if after attending this seminar, and following its advice you don't save 10-25% 


in unit maintenance costs, within 18-20 months we will send you a 100% refund. 


Should you wish further details or have any questions, please contact Gita 


Gosai at (514) 848-3960. 
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